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the soil gets too dry, as the roots
become fibrous if the soil is too dry.
Radish roots go down 18 inches to 2
feet if they have the opportunity.
which emphasizes the need for deep
tilluse. The roots are very tender and
fragile and salt-concentration will kill
them. They should be grown on soil
that has not been fertilized too heavily
with commercial fertilizer. The late
varieties should be given a side-dress-
in? of liquid fertilizer when the seed-
lings are three inches high.

Forcing radishes is a good side line
for the man who is equipped with
some sort of a forcing structure. The
culture of radishes in hotbeds or
heated coldframes, or in greenhouses,
is a gamble at which the stakes are
high if prices are good but at which
the loss is not great if the prices are
cot good. The cost of growing rad-
ishes in the greenhouse is not great,
because the crop will grow at a tem-
perature that requires heat only dur-
ing short periools in sections where
winters are mild. The temperature
may be maintained at between 45
and 50 degrees, after the seed has
germinated. The crop can be har-
vested thirty days after the seed has
germinated.The seed is sown in drills
6 inches apart across the beds. No
other attention is needed until the
radishes are harvested, except perhaps
to water the beds. Very little fertilizer
is needed if the soil is being used for
other crops. Furthermore, the crop is
grown during the months when other
crops cannot be satisfactorily grown.
Radish and lettuce are grown during
the cold winter months and tomatoes
or cucumbers are grown during the
blighter wanner weather. The man
wfao has a small lean-to greenhouse
cc a plant house can grow radishes
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without any outside heat, if he can
keep the place from freezing on cold
nights. The sun's rays during the day
will warm the place sufficiently to
grow radishes all through the winter
in areas where the temperature does
not get below 20 degrees. During zero
weather, additional heat is needed.
Radishes can be grown satisfactorily
in pure sand culture by watering
three or four times with a nutrient
solution.

The gardener who has a small
lean-to greenhouse can arrange sev-
eral shallow three-foot beds 4 to 6
inches deep, one above the other, on
the north side of the house, so that
the sun can reach to the back of the
bench. Three or four benches can be
arranged at two-foot vertical inter-
vals, thereby saving much ground
area, because of the complete utiliza-
tion of space on the north side. Rad-
ishes can also be grown in coldframes
placed just outside a basement win-
dow so that heat from the cellar will
keep the plants from freezing. During
the heat of the day or when the sun
shines, much heat will be captured if
the coldframe is Insulated. There is
also a possibility of using a solar
heater to heat water in an insulated
tank, which can be drawn on to heat
the coldframe when the sun is not
shining. Fortunately, on cloudy days
the temperature usually is not as low
as it is on bright days.

Radishes can be grown in the
kitchen window, if it is facing south,
if a special structure is provided in
the form of a window box. This usu-
ally results in a sand culture pro-
cedure, in order to get away from too
much dirt in the kitchen. Radishes
can even be grown in six-inch glazed
pots in south windows. This can be